TOWN OF WINCHESTER 

71 MT. VERNON STREET, WINCHESTER, MA 01890 
DEPARTMENT OF ENGINEERING & PLANNING 
ENGINEERING DIVISION 

PHONE 781-721-7120 


ADDENDUM No. 2 


DATE: September 1, 2021 
TO: All Bidders 
FROM: Town of Winchester 


PROJECT: Church Street at Waterfield Road Intersection Improvement Project 


Bidders are hereby informed the Plans and Specifications for the above referenced project are 
modified, corrected and/or supplemented by this Addendum, which shall become a part of the 
Contract Documents prepared by Toole Design. All Bidders are instructed to acknowledge all the 
Addenda issued on Paragraph B on the Form for General Bid. Failure to do so may result in the 
rejection of your bid. 


General: 


Q. Will a tree hearing be required for removal of trees? 


A. Town of Winchester Engineering Department will coordinate with Town 


Tree Warden 


Q. Who is responsible for Item 756. NPDES STORMWATER POLLUTION 
PREVENTATION PLAN? 


A. Itis the contractor's responsibility to prepare and submit a NPDES 


Stormwater Pollution Prevention Plan. 


End of Addendum No. 2 


Attachment 


